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Message Text 


E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST HEALTHTRONICS INC. LOS ANGELES, CA 

DESPITE EXTENSIVE CANVASSING THE EMBASSY COULD LOCATE 
ONLY THE FOLLOWING PROSPECT(S): 

KARL ENGELHARD, FABRIK PHARMAZEUTISCHER PRAEPARATE 

SANDWEG 94 

6000 FRANKFURT/MAIN 

CONTACT: BERNHARD BRAND, MANAGER 

PHONE: 0611-43 02 71 

TELEX: 04-189 217 

COMMENT: ABOVE COMPANY IS INTERESTED IN EXPLORING 
A COOPERATIVE ARRANGEMENT AND WILL COMMUNICATE DIRECTLY 
WITH U.S. COMPANY. ESTABLISHED 1872, ONE OF WEST 
GERMANY'S OLDEST PRIVATE PHARMACEUTICAL MANUFACTURING 
COMPANIES, EMPL. 150, P.A. TURNOVER AT DM 1 1 MIO. 

SHOULD ANOTHER EXPRESSION OF INTEREST BE ELICITED, THE 
EMBASSY WILL REPORT IT IMMEDIATELY. 


APPROVING OFFICER: GUSTAF COONTZ. COMMERCIAL COUNSELOR 

MEEHAN 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BONN14668 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
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